


Slim tite 


THE NEW FLUORESCENT 


, Handy insulated hanging hook. 
| CIM TT Shatterproof, optically clear, 
orotective outer tube. 


OFFERS THESE OUTSTANDING 
FEATURES 


‘ Glare free shield, 


Vinyl pistol grip handle. 
Shock absorbing construction. 




















Fluorescent cool white 
glare free bulb. 








Heavy shock absorbing 
bumper guard. 

















A NEW KIND 
OF TROUBLE-LIGHT 


BETTER LIGHT 


A wide shadowless light area is provided by a cool burning fluorescent 
light . . . The glare free reflector inside shatterproof housing allows 
direct focusing on work ...No blind spots... 


SAFER 


Fluorescent light is completely encased in shatterproof, shock absorbing. 
housing. Eliminates all possibility of contact burns or cuts from broken 
glass . . . Construction prevents electric shock when handling—even if 
wet... Strain relief prevents cord wear and removes major source of 
shorts . . . No danger from contact with live wires or terminals ... 
Dropping light near inflammables incurs no risk of fire. . 


BETTER ECONOMY 


Cool burning light encased in shock absorbing plastic and vinyl housing 
eliminates major causes of light breakage . . . Not damaged by rough 
handling . . . light will not break if it comes in contact with cold sur- 
faces... Welding sparks do not harm light... Takes standard Sylvania 
or GE bulb rated at 6000 hours. ... 





Convenient ON-OFF 
Switch on handle. 















Efficient 
Sturdy ballast 





18/2 U/L approved cord. 
Impervious to oil and grease. 
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